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May 27, 1958 


Dear Dan: 


Our shipment records indicate that four each MP 10406, 
System One Power Supply (C2 Unit), were overshipped to Require- 
ment No. 2. As we indicated in past correspondence, these four 
units are required to complete shipment of the same item to Re- 
quirement No. l. 


Can you please arrange an internal transfer of these units 
from Requirement No. 2 to Requirement No. 1? Unless we hear 
otherwise, we will assume that this is possible and adjust our 
records accordingly. 


Sincerely, 


SECRET 


This document cantains information affecting the national 
defense cf th: U ted States within the meaning of the 
Gspionane L: +r, Tibe 18 S.C S:ction 793 and 794, Its 
Wansmission or tly revelation of its contents in an 

mumrar fee an unawhorizad person is prahibited by law. 
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